e.  The current gain, is less than 1.

Output =  AIC -  a
Input     A IE

f.  The power gain is moderate.  Low current gain times a
high voltage gain.

g.  The input signal is applied between the emitter and the
base.

h.  The output signal is taken between the collector and
the base.

i.  The base is "common" to both the input and the output.
Conmon-Eniitter ampli fier
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Common-Emitter Amplifier
Figure 8
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